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N. B. following items of radiation equipment operate on 
battery packs. These packs have useful life of about 15-16 
months. It will therefore be necessary to reorder packs in about 
12 months and replace those rendered ineffectual by storage time, 


Collection Centers: 

Battery Packs for: 


SU IE 

Portable Radiation Survey Meters 

6 

VI 

Minometer 

6 

Refuge Headquarters: 

Battery Packs for: 


SU IE 

Portable Radiation Survey Meters 

2 

VI 

Minometer 

1 

SU-10 

Radiac All Purpose Ionization Chamber 

1 

Decontamination Center: Battery Packs for: 


SU IE 

Portable Radiation Survey Meter 

5 

SU 10 

Radiac All Purpose Ionization Chamber 

1 
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